-- ReceivingRetrt 
. 


Date: 
QJdf) . 
Batch No: /3+63S 


Supplier 
ieJ1.jjhe.rt~/O ~, 


Yes 
~ 
~ 
__ 
Release Note jttached: 
Yes 
~o 
__ 
N/A 
Yes 
_~_o 
0 __ -::.-/ 
Waybill Attache~: 
Yes 
~No 
__ 
Cash __ 
Cr 
__ 
~ 
~hipment 
Comp'lete: 
Yes 
~ 
__ 
N/A 
_/ 
Yes 
No 
/" 
9C18 
Inspectio~ 
N/A ~ 


Packing Slip: 
Invoice: 
Receipt: 
New Supplier 
-- 
-- 


\ 
-- 
Work Order 
N/A 


Discrepancies 


Part 
Number 
Description 
Quantity 
Quantity 
Quan~ty 
Quantity 
Quantity 
Comment 
I NCR 


Ordered 
Rec'd 
Sho 
Inspected 
Reiected 
Number 


\ 


-- 
__ IJ 


Initials of Receiver 
QC12 
",--r 


Production/Admin: 
U\ 


Date 
Location 


Received/Costing 
Initial 


H:\FORMS\Purchasing\approved 
purch\RECREPORT 
Rev F 


AEROSPACE 


Dart Aerospace Ltd. 
1270 Aberdeen Street 
Hawkesbury, 
ON K6A 1K7 
Tel: 6136329577 
Fax: 613 632 1053 


PURCHASE ORDER 


Purchase Order ID P035489 


Purchase Order Date 3/3120178:50:36 AM 
PO Print Date 3/612017 


Page Number 
1of 2 


Order From: 
VC-FISOOI 
Ship To : 
DART AEROSPACE LTD 


FISHER SCIENTIFIC 
C/O Tl0078 
P. O. BOX 10078 POSTAL 
STATION A 
TORONTO, 
ON M5W 2B 1 
CA 


1270 ABERDEEN 
HAWKESBURY, 
ON K6A 1K7 
CANADA 


Contact Name 
Vendor Phone 


Ship To Contact 
Ship To Phone 


Ship Via: 
Ship Acct: 


8002347437 


Buyer 
Customer POID'. 
Customer Tax # 
Terms 
Currency 


FOB 


Chantal Lavoie 


10127-2607 
Net 30 
CAD 


Destination-Collect 


Line 
Nbr 
Reference 
Vendor Part Number 
Line Comments 
Delivery Comments 


71400-40 


Description! 
MfgID 
Req Date/ 
CD 
Taxable 


Promise Date 


3/8/2017 


Yes 
3/8/2017 


Req Qty/ 
Unit of 
Measure 


1.00 


Each 


PO Unit Price 


$21.34 


Extended 
Price 


$21.34 


Deliver To: 
GARY 


2 
71400-40 
B~OOBUFFER 
A~~~EL7.00 
3/8/2017 


Yes 
3/8/2017 


J 
/---U"T''''~. 
---- 
__ 
:$21.34 


1.00 
$20.06 
$20.06 


Each 


Deliver To: 
GARY 


3 
71400-40 
SBll5 
SOOBUFFER 
/ 
COLRD BLUE PH 10 
3/8/2017 
1.00/ 


Line Total: 


$22.75 


$20.06 


$22.75 


Note: 


Yes 


3/8/2017 


Each 


--------- 
---- 
---~- 
376120T7--- 
------ 
---- 
_ ------- 
---~-----, 


,,--,ART 
AEROSPACE 


Dart Aerospace Ltd. 
1270 Aberdeen Street 
Hawkesbury, 
ON K6A 1K7 
Tel: 613 6329577 
Fax: 613 632 1053 


PURCHASE ORDER 


Purchase Order ill P035489 


Purchase 
Order 
Date 
3/3/20178:50:36 
AM 


PO Print 
Date 
3/6/2017 


Page Number 
2 of 2 


Order 
From: 
VC-FlSOOI 


FISHER SCIENTIFIC 
C/O n0078 
P. O. BOX 10078 POSTAL 
STATION A 
TORONTO, 
ON M5W2B1 
CA 


Ship To: 
DART AEROSPACE 
LTD 


1270 ABERDEEN 
HAWKESBURY, 
ON K6A 1K7 
CANADA 


Contact 
Name 


Vendor 
Phone 


Ship To Contact 


Ship To Phone 


Ship Via: 


Ship Acct: 


Deliver 
To: 
GARY 


8002347437 


Buyer 


Customer 
POID" 


Customer 
Tax # 


Terms 


Currency 


FOB 


Chantal Lavoie 


10127-2607 


Net 30 


CAD 


Destination-Collect 


Line Total: 


PO Total: 


() 


$22.75 


$64.15 


Note: 
Terms & Condition ofPurchasing(Suppliers) 
and Procurement 
Quality Clauses are an integral part of our AS91 00 
requirements. 
To learn in detail, please visit www.dartaerospace.com 
for further explanation. 
------------ 
------ 
Change 
Nbr: 
2 
ChangeDate:~16120-1 
'7---~------ 
__ 
--- 
~---- 


L 


fSHIPPER: 
EXPEDITEUR 
: 
FISHER 
SCIENTIFIC 
111 
SCOTIA 
COURT 
WHITBY 
ON 
L1N 
6J6 


Fisher Scientific 


Part of Thermo 
Fisher 
Scientific 


www.fishersci.cal-800-234-7437 


DATE 03/09/2017 


fSHIPTO: 
EXP~DIERA 
: 
DART 
AEROSPACE 
GARY 


1270 
ABERDEEN 
HAWKESBURY 
ON 
K6A 
1K7 
GARY 
L 


PACKING SLIP 
LlSTE D'EMBALLAGE 


GST/HST 
TPSITVH 
R101811057 
QST/TVQ 
1003628201 


FOR ASSISTANCE 
IN A TRANSPORTATION 


EMERGENCY 
INVOLVING 
CHEMICALS 
CALL 


CANUTEC: 
24-HOUR 
NUMBER: 
(613) 996-6666 


POUR 
OBTENIR 
DE L'AIDE 
EN CAS D'ACCIDENT 
DE 


TRANSPORT 
METTANT 
EN CAUSE 
DES PRODUITS 
CHIMIQUES, 
APPELER 
CANUTEC: 
NUMERO 
DE 
TELEPHONE 
D'URGENCE 
(24 H) 
(613) 996-6666 


PAGE 
1 


1111/111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111 
I 


CUST P.O.: 
I 
P035489 
liiliiillllll~WI~IIIIIII~II~~111111111111 


ORDER 
NO: 


No. DE COMMANDE 
: 
02388-00-0042-01-T 


REFERENCE 
NO 
W004174231 


No. DE R~F~RENCE 
: 


CARRIER: 
UPS 
TRANSPORTEUR 
: 


242488 


PREPAIDCHG 
I 
/ 
PH 
4.00 
SOOML ~ 


QUOTE 
NO: 


No. DE SOUMISSION 
: 


FREIGHT: 
TRANSPORT: 


DESCRIPTION 
DESCRIPTION 
BUFFER 
COLRD 
RED 
VCAT 
SB101 
500 
GARY/71400-40 


/ 


LotN:168082/EXPY':12 
30/2018 
EA 
SB1D7 
500 
BUFFER 
CLRD 
YEL 
PH 
.00 SOOML 


/ 


VCAT 
SB107 
500 
GARY/71400-40 
LotN:16870S/EXPD:7 


2/28/ 
19 
EA 
SBllS 
500 J 
BUFFER 
COLRD 
BLUE 
PH-1-a -S{).0-W 
VCAT 
BPSB11S-S00 
GARY/71400-40 
. 
LotN:170903/ExpD:02/28/2019 


UNIT 
CATALOGUE 
NO / 
UNIT~ 
No DE CATALOG/IE 
'-EA 
SB101 
500 
V 


TO FOLLOW 
AVENIR 


1 


1 


QTY SHIPPED 
Qle EXP~D/~E 
1 


Total 
number 
of packages: 
1 


NOTES: 
COMMENT 
AIRES 
. 


--- 
--- ------- 
--'--- 
---~--------- 


IMPORTANT>>> 
SEE OVER 
VOIR AU VERSO 
--- 
==-",-,,-~__ 
----l 


~ Certificate of Analysis 


~Flsher 
\l:...I Sclen.I'lc 


1 Reagent Lane 
Fair Lawn, NJ 07410 
201.796.7100 tel 
201.796.1329 fax 


Page 1 of 1 


Certificate of Analysis 


Fisher Scientific's 
Quality System has been found to conform to Quality Management 
System 
Standard 
IS09001 :2008 standard by SAl Global Certificata 
Number CERT - 0090918 


This is to certify that units of the lot number below were tested and found to comply with the specifications 
of the grade listed. Certain data have been 
supplied 
by third parties. 
Fisher Scientific 
expressly 
disclaims 
all warranties, 
expressed 
or implied, including the implied warranties 
of merchantability 
and fitness for a particular 
purpose. 
Certain products 
(USP/FCC/NF/EP/BP/JP 
grades) are sold for use in food, drug, or medical device manufacturing. 
Fisher does not claim regulatory 
coverage 
under 21 CFR nor maintain DMF's with the FDA. The following 
are the actual analytical 
results obtained: 


Catalog 
Number 
8B115 


Lot Number 
170903 


Description 
BUFFER SOLUTION, PH 10.00, CERTIFIED 


Country 
of Origin 
United States 


Chemical 
Origin 
Organic. 
non animal 


Quality Test/ 
Release Date 
2/14/2017 


Expiration 
Date 
Feb/19 


BSEITSE Comment 
No animal products are used as starting raw material ingredients, or used in 
processing, including lubricants, processing aids, or any other material that might 
migrate to the finished product. 


Result name 
Units 
Specifications 
Test Value 
APPEARANCE .•.. 


IDENTIFICATION 


NIST STD USED: pH 10 


NIST STD USED: pH 7a 


NIST STD USED: pH 7b 


OPTICAl: ABSORBANCE 


PH AT 25 [)EGREES C 


TRACEABLE TO NIST 


REPORT. 
Clear, blue liquid 


PASS/FAIL 
= PASS TEST 
PASS TEST 


SOD 
= LOT 1910 
LOT 1910 
j3ICARBONATE. 


SOD 
= LOT 1910 
LOT 1910 
CARBONATE 


POT DIHYDRO . - LOT 1.861G 
LOT 1861G 
PHOS 


DISODHYDRO 
.. 


PHOS 
= LOT 18611G 
LOT 18611G 


PASS/FAIL 
- PASSTEST 
PASS TEST 


Inclusive Between 9.98 - 10.02 
10.01 


PASS/FAIL 
= PASS TEST 
PASS TEST 


'.' 
r' , 


Quality Assurance 
Specialist. 
Certificate 
of Analysis 
Fair Lawn 


r.•• 
, •. 


';::' 
. I.': 


j 
.: 
"Nota: The data 
listed is valicFfor all package sizes of this lot of ttlis product, expressed 
as a exterision 
of this catalog number listed 
abo,ve. If there are any qu.es.\i()ns with this certifi~te, 
please <:;Ill,Chemical Services 
at (800) 227-6701. 
'Based 
on suggested 
storage.condition. 
.. 
. 
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